CRT SET UP CHART SUBSCRIPTION OFFER 


Please enter my order for a: 


(Check One) 


LJ One Year $15.00 (US dollars) 
[]Two Year $27.00 (US dollars) 
C] Three Year $38.00 (US dollars) 


Set up chart to be used with B & K Model 467 or 
Model 470 CRT Restorer/Analyzer (2 issues 
per year). 


Enclosed find remittance of $ 


Signed _________._______._ Date 


Mail my subscription to: 


Name 


Address 


City _________ State Zip 








Country 


Send subscription remittance to: 


DYNASCAN CORPORATION 
4050 N. Ravenswood 
Chicago, Illinois 60613 

USA 


492-058-9-001 


